VZCZCXRO570 1 
RR  RUEHSL 

DE  RUEHAK  #1617  3141407 

ZNY  SSSSS  ZZH 

R 101407Z  NOV  09  ZFR 

FM  AMEMBASSY  ANKARA 

TO  RUEHC/SECSTATE  WASHDC  1192 

INFO  RUEHXP/ALL  NATO  POSTS  COLLECTIVE 

RUE HBW / AMEMBAS S Y BELGRADE  0002 

RUEHVJ/AMEMBASSY  SARAJEVO  0042 

RHMFISS/CDR  USEUCOM  VAIHINGEN  GE 

RUE HNO/USMIS SION  USNATO  7542 

RUEHVEN/USMISSION  USOSCE  0796 

SECRET  ANKARA  001617 

CORECTED  COPY  (SUBJECT) 

SIPDIS 

BELGRADE  PASS  PODGORICA 

E . O . 12958:  DECL : 11/10/2019 

TAGS:  PREL  NATO  PARM  MARR  KTIA  TU  BK 

SUBJECT:  TURKEY  STILL  SEEKS  NATO  MAP  FOR  BOTH  BOSNIA  AND 
MONTENEGRO 

REF:  STATE  113840 

ZFR 

— PLEASE  ZFR  ANKARA  1617  AND  BLANK  ALL  ASSOCIATED  MCNs . 
MESSAGE  WILL  BE  SENT  UNDER  A NEW  MRN . 

ZFR 

JEFFREY 


"Visit  Ankara's  Classified  Web  Site  at  http: //www. intelink. 
gov . gov/wiki/Portal : Turkey" 


